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Message Text 

CONFIDENTIAL 

PAGE 01 PEKING 01863 250801Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO /016W 

047289 250806Z/12 

P R 250745Z AUG 77 
FMUSLO PEKING 
TO AMEMBASSY TAIPEI PRIORITY 
INFO SECSTATE WASHDC 8535 
AMCONSUL HONG KONG 

CONFIDENTIAL PEKING 1863 

TAIPEI FOR RSO FROM OIC/RTC 
DEPT FOR SY/OPS/T 
HONG KONG FOR RSS/RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONING - TAIPEI 

REF: (A) TAIPEI 4873, (B) HONG KONG 9804, (C) TAIPEI 5173 

1 . PLEASE ADVISE IF SEEBEES HAVE THROUGHLY CHECKED 
OUT 24 VOLT CONTROL CIRCUIT FOR THERMOSTAT AND, 

AS AN ALTERNATIVE, VERIFIED THAT THE EVAPORATOR 
RELAY IS FUNCTIONING PROPERLY. AS A SECOND 
ALTERNATIVE, PLEASE ASK IF THE HI AND LO PRESSURE 
CONTROL ON COMPRESSOR IS FUNCTIONING PROPERLY. 

2. IF THESE ITEMS ARE ALL FUNCTIONING PROPERLY THEN 
THE RTC IS PROBABLY NOT IN A POSITION TO DO ANY MORE 
AND IS THEREFORE OPEN TO SUGGESTIONS FROM SY. 

PLEASE ADVISE. 

WOODCOCK 

CONFIDENTIAL 
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